UTP Cable Categories:

Cat 1: Voice-grade. This is the wiring used for telephone lines. It is
officially considered unsuitable for data communications (in which every bit
must be transmitted without errors).

Cat 2: 4 Mbps

Cat 3: 10 Mbps

Cat 4: 16 Mbps

Cat 5: 100 Mbps
